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Message Text 



UNCLASSIFIED 

PAGE 01 BOGOTA 02135 131556Z 
44 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /018W 

083875 

R 131432Z MAR 74 
FM AMEMBASSY BOGOTA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1722 
AMCONSUL RIO DE JANEIRO 
AMCONSUL SAO PAULO 
AMCONSUL CALI 
AMCONSUL MEDELLIN 

UNCLAS BOGOTA 2135 

EO 11652: NA 
TAGS: BEXP CO 

SUB J : ANALYTICAL INSTRUMENTATION TECHNICAL SALES SEMINAR 

REF: A. USDOC 17826; B. BOGOTA 9721; C. USDOC 1774; D. EDDY- 
BREWER TLECON MAR 8. 

SAO PAULO PLS PASS TED JOHNSON/USDOC ADVANCE OFFICER FOR ABOVE 
MISSION 

1. AS CONFIRMED REF D MAY 1 IS OFFICIAL COLOMBIAN HOLIDAY (LABOR 
DAY) AND THUS NOT SUITABLE FOR SCHEDULED OPENING SEMINAR 
SESSION OR BUSINESS APPOINTMENTS. 

2. EMB CONCURS IN PROPOSED ALTERNATIVE OF RESCHEDULING MISSION 
TO ARRIVE BOGOTA MAY 1 INSTEAD APRIL 30. HOWEVER, WITHIN LATTER 
ALTERNATIVE, DOES COMMERCE STILL WANT SEMINAR SCHEDULED FOR TWO 
SUCCESSIVE AM SESSIONS? 

3. INASMUCH AS REF C NARROWS SEMINAR THEME TO ANALYTICAL INSTRU- 
MENTATION AND PROCESS ANALYSIS INSTRUMENTATION, SHOULD SEMINAR 
INVITATION LIST BE SIMILARLY NARROWED? 

4. NOTWITHSTANDING NARROWING OF SEMINAR THEME, FEDEMETAL STILL 
VIABLE CO-SPONSOR. FEDEMETAL AUDITORIUM DOES NOT HAVE BUILT-IN 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BOGOTA 02135 131556Z 
SIMULTANEOUS TRANSLATING FACILITIES. 
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5. TWO SIMULTANEOUS INTERPRETERS RESERVED MORNING OF MAY 2 AND 3. 
HALF DAY RATES APPLICABLE. SEE BOGOTA 9721. 

6. PRESIDENTIAL SUITE HOTEL TEQUENDAMA RESERVED MAY 1 THRU 3. 

7. USIS BOGOTA STRESSES NEED FOR BLACK AND WHITE GLOSSY PHOTOS 

OF EACH INDIVIDUAL MISSION MEMBER AND PRODUCTS SOONEST FOR MEDIA 
PROMOTION. 

WHITE 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BOGOTA02135 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BOGOTA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740348/aaaabsrq.tel 

Line Count: 71 
Locator: TEXT ON-LINE 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: A. USDOC 17826; B. BOGOTA 9721 ; C. U, SDOC 1774; D. EDDY- 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 30 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUL 2002 by elbezefj>; APPROVED <10 DEC 2002 by shawdg> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ANALYTICAL INSTRUMENTATION TECHNICAL SALES SEMINAR 
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